BE IT RESOLVED by The Mayor and Common Council of the City 
of Newark that thore be adopted as the official flag of the City 
of Newark a flag based upon a design 24 inches long by 15 3/4 
inches wide, described as follows: 
The flag consists of n white field entirely surronnded 
by a Jersey blue border one inch wide. In the center of the 
white field, tho Seal of the Olty of Newark is imposed in 
gold and blue. This seal is 7 inches long by 6 1/2 inches 
wide. Beneath the Seal is a band 1 inch wide by 22 1/2 e: N. 


er 
inches scroll or 12 1/2 inches straight length with a loop ir Lge 


upon each end. The band itself bears the name Newark, New NEW AS 
Jersey, Inoorporated 1836. The first or left loop bears 
the year of the founding of the city, 1666, and the last 
or right loop bears the date 1916, this being the year of 
the 250th Anniversary of the founding of the city and the 


year of the adoption of the flag. 
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Presented to the Mayor for his 


approvdl, NAL. 
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